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Message Text 

UNCLASSIFIED 

PAGE 01 VIENNA 00715 262202Z 
ACTION OES-07 

INFO OCT-01 EUR- 1 2 ISO-OO ACDA-12 CIAE-00 INR-07 10-14 
L-03 NSAE-00 NSC-05 EB-08 NRC-07 SOE-02 DODE-OO 
SS-15 SP-02 /095 W 

037290 270753Z/17 

R 261809Z JAN 78 
FM AMEMBASSY VIENNA 
TO SECSTATE WASHDC 4896 
INFO USDOEHQ WASHDC 
USDOEHQ GERMANTOWN 

UNCLAS VIENNA 00715 

USIAEA 

DEPT PASS IO/SCT AND NRC 

E.O. 11652: N/A 

TAGS: IAEA, PARM, TECH 

SUBJECT: IAEA DRAFT SAFETY GUIDE ON SAFETY FUNCTIONS AND 
COMPONENT CLASSIFICATION FOR NUCLEAR POWER PLANTS 

1 . MISSION HAS RECEIVED LETTER FROM IAEA DATED JANUARY 20, 

1978, FORWARDING THE DRAFT SAFETY GUIDE ON SAFETY 
FUNCTIONS AND COMPONENT CLASSIFICATION FOR NUCLEAR POWER 
PLANTS. COMMENTS ON THIS SAFETY GUIDE ARE REQUESTED TO 
REACH THE AGENCY BY APRIL 20, 1978. 

2. COPIES HAVE BEEN POUCHED TO DOE (AMMONS) AND NRC 
(HAUBER). 

3. PLEASE ADVISE. STONE 

UNCLASSIFIED 
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Expiration: 
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Legacy Key: Iink1978/newtext/t1 97801 17/aaaaanzh. tel 
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